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OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 18, SECTIONS 793 
AND 794, OF THE U.S. CODE, AS AMENDED. {TS TRANSMISSION OR REVE- 
LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON 15 
PROHIBITED 8Y LAW. THE REPRODUCTION OF THIS FORM 1S PROHIBITED. 
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D1 - Dock 1 HL ~ Ways for drifter building 

np2- .“ 2 H2, H3 - New ways for freighters 

Dj~ * 3 Rk Slip chennel 

.B ~ Floating wooden bridges of the ways 

X, A, +B, Cc, D- . Quays, designated according to the official quay 
layout 


Ti - Main gate; open day and night 

T2 - Opened only at the begirming and end of shifts 
T3 - North gate; open day and night 

Ty - For strangers and visitors only 


fx}- Watchtower and searchlight 
X- Guard post and Searchlight 


Il - Steel section storage 

L2 = Rope and wire storage 

13 - Storehouse for equipment used in ship repairs 
Ik - Pipe storage 

L5 + Storage for flat and rownd steel 

16 - Plate storage 

L7 » Coal and briquette storege 

L8 ~ Oil and fuel storage 


Clubhouse and hall, canteen, polpelaiie, » library, and offices of the 


1, 
SED, FDJ, FDGB, mal and sports 
Zo Boller. shop. Se. ihe 
3. - Pannel shop 
He Leathe shop, planing shop, tool shop 
5. Engine shep- 
6. Wood drying department 
Te Sawnill -— 
8. Boller house with pumping station for steam waciase 
9. Electric welding shop below; ship cleaning dept. above 
9a. Electric curve station (Kurvenstation) 
10, Boat building shop : 
1, Drifter storage and storage for high speed steel 
12, Finished parts eeeneer for ship repairs 
13. . Heavy trucks 
13a... Garage 
1h. Ship repair storage 
15s Tackle shop — 
16. Engine and turbine shop 
LT... Electric workshop 
18 Storage battery station 
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Ship carpenter's shop; storage | 

Ship carpenterts: assembly shop 

Pipe storage . 

Barrack-storage for colored sisted 

Storage for planks and timbers — j 
Gravity bin and storage for rubber, gu ete. 
Acetylene plent 

Boiler house ™ 

High-grade sheet fitting shop 

Paint, shop - 

Pipe-fitting shop 

Accessories dept. 

Fire guard and pump SEOOP 

Fire brigade - 

Ship electriciants shop 

Storage for synthetic materials , plastics, etc. 
Building not in use 

New oxygen plant and gasometer, LO 3 eae 


Cable storage sheds 


Shipts amithy - 
Rigging aasembly 


-Compreassed air installation 


Magazines 

Boiler house 

Central where part of the plant current is generated 
(Legend illegible) 

Administration bujlding 1. pioneers 
Visitors; administration; accident protection 
Frame salvage 

Annealing Purnace 

Transformer house 

Ship construction. New assembly hall 

Ship constraction. Assembly hall 


~ Repair shopy technical dept. above 


Hydraulic press for shaping keels, etc. 

Ship construction, drafting 

Rigging loft 

Leboratery and planning 

Drawing service and calculations ay. at ae 

Rigging loft above; dressing room for ship cleaners below 
Storehouse and dressing rooms 

Electric welding shop and extomatic welders 

VEM electric plant 

Poundry 

Sand-blast machine 

Sheds for storing foundry patterns — 

Issue office for nuts and screws for shipbuilding; rigging loft above 
Slip’s winch 

Dressing and wash rooms for welders, riveters, etc. 

Plank storage sheds" 

Locomotive sheds ~ 

Sheet and plate storage 

(Qutside the yard). Officers of ships lying at ‘the yard live here 
VER. insulation and refrigeration techartiey Be ree aten work of the ain 
is done here 
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Pransformer house 

Old oxygen plant and gasometer 

Police guard . + 15 oo 
Administration puilding 2. Bookkeeping, cashier's office, security service 
(SSD), and detention rooms of the Volkepolizei . ae 
Parchasing dept. 
Administration 

Transformer house 

Plant vocational school 

Vocational workshops 3 . 

Plant adission office. The actual vehicle park is in the town 

Fitters shop 

Meagezine. Dressing and wash rooms for training and fitterts shops 
Administrations personnel and pay office 
Poster painting shop - 

Boller house 

Crumbling building (not part of yard) 
Private buildings (not part of yard), 
Ship carpenter's” shops 

Private buildings (not part oF yard) 
Buildings used for clothing storage _ 


~ 
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